128     DOCKETED ITEMS
8S03070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, inc. 108pp. 29480:340-29481:084.
8503180230 Forwards Insp Rept 50-341/85-09 on 850212-22.No noncornpliance noted. HARRISON.J.J. Region 3, Office of Director. 85/03/12. JENS.W.H. Detroit Edison Co. 2pp. 29383:232-29383:263.
~8503180239 Insp Rept 50-341/85-09 on 850212-22.No noncornpliance noted. Major areas inspected:electrical & instrumentation & control verification & deviation disposi-tioning program.
FALEVITS.Z., MENDEZ.R., TANI.K. Region 3, Office of Director. 85/03/09. 30pp. 29383:234-29383:263.
8503180423 Forwards Insp Rept 50-341/85-02 on 850101-0216.NO noncornpliance noted.
WARNICK.R.F. Region 3, Office of Director. 85/03/13. JENS.W.H. Detroit Edison Co. 2pp. 29386:216-29386:238.
-8503180428 Insp Rept 50-341/85-02 on 850101-0216.No noncornpliance or deviation noted.Major     areas     inspected: licensee     action     on     previous     items     of noncompliance.procedure review.containrnent isolation valve test & plant maint. KNOP.R.C. Region 3, Office of Director. 85/03/13. 21pp. 29386:218-29386:238.
8503200363 Forwards insp Rept 50-341/85-03 on 850114-0222.NO noncornpliance noted.
SPESSARD.R.L Region 3, Office of Director. 85/03/14. JENS.W.H. Detroit Edison Co. 2pp. 29429:229-29429:237.
-8503200373 insp Rept 50-341/85-03 on 850114-0222.NO noncornpliance or deviation noted.Majpr areas inspected:licensee action on previous insp findings.actions re IE bulletins & preoperational test results review & verification.
DUPONT.S.G., HILLS.D.E., RING.M.A. Region 3, Office of Director. 85/03/13. 7pp. 29429:231-29429:237.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
8503260456 Forwards Insp Rept 50-341/85-19 on 850305-08.No items of noncornpliance identified.
SPESSARD.R.L Region 3, Office of Director. 85/03/19. JENS.W.H. Detroit Edison Co. 2pp. 29505:055-29505:062,
-8503260458 Insp Rept 50-341/85-19 on 850305-08.No noncornpliance or deviations identified.Major areas inspected:A!legation RI1I-85-A-0008 re qualifications & certifications of former QC inspector.
NIESLER.J.H., WILLIAMS.C.C. Region 3, Office of Director. 85/03/19. 6pp. 29505:057-29505:062.
8503260499 Forwards Insp Rept 50-341/85-11 on 850219-22 & 0304 & notice of violation.
SPESSARD.R.L. Region 3, Office of Director. 85/03/19. JENS.W.H. Detroit Edison Co. 2pp. 29510:223-29510:233.
-8503260506 Notice of violation from insp on 850219-22 & 0304. SPESSARD.R.L Region 3, Office of Director. 85/03/19. 2pp. 29510:225-29510:226.
-8503260514    Insp    Rept   50-341/85-11    on   850219-22   &   0304,Noncompliance noted:failure to take appropriate corrective action re anchor spacing violation & special installation torque & tension notes not added to installation drawings. KAUFMAN.P.D., MUFFETT.J.W., DANIELSON.D.H. Region 3, Office of Director. 85/ 03/19. 7pp. 29510:227-29510:233.
8503260540 Forwards SALP Rept 50-341/84-23 for Oct 1983 - Sept 1984. KEPPLER.J.G. Region 3, Office of Director. 85/03/20. JENS.W.H. Detroit Edison Co. 2pp. 29506:359-29506:363.
-8503260554 SALP Rept 50-341/84-23 for Oct 1983 - Sept 1984.
*  Region 3, Office of Director. 85/03/20. 3pp. 29506:361-29506:363.
8503260350 Forwards Insp Rept 50-341/85-15 on 850304-06.No noncornpliance noted. WARNICK.R.F. Region 3, Office of Director. 85/03/21. JENS.W.H. Detroit Edison Ca 2pp. 29504:137-29504:145.
-8503260355 Insp Rept 50-341/85-15 on 850304-06.No noncompliance or deviation noted.Major areas inspected:safety-related sys & functions through comparison of FSAR.proposed Tech Specs & as-built configuration.
CHRISSOTIMOS.N. Region 3, Office of Director. 85/03/21, 7pp. 29504:139-29504:145.
S. Reportable occurrences, LERs & related correspondence
8503220229 Final deficiency rept.ltem 147 re six addl HVAC duct fire dampers & one pipe chase fire barrier needed to maintain fire zone barriers.lnitially reported on 850214.Dampers & pipe chase fire barrier installed.
JENS.W.H. Detroit Edison Co. 85/02/28. KEPPLER.J.G. Region 3, Office of Director. 3pp. 29486:018-29486:020.
8503080410 Suppl to final deficiency rept, Item 146,re failure of Emergency Diesel Generators 11 & 12.Actions taken to minimize stress & deterioration of bearings.Operating procedures modified & quarterly oil filter checks planned.
JENS.W.H. Detroit Edison Co. 85/03/06. YOUNGBLOOD.B.J. Licensing Branch 1. 21pp. 29276:190-29276:307.
-8503080412 "Investigation of Engine Bearing Distress in Fairbanks-Morse Emergency Diesel Generators at Fermi-H Power Plant, Phase 1:lnsp & Preliminary Conclusions.
*  Failure Analysis Associates, FAAA-85-2-12. 85/02/28. 12pp. 29276:211-29276:307.
8503210253 Revised final deficiency reptjtem 101 re debris in piping sys.lnitially reported on 850114.ltems removed & safety analysis performed.
JENS.W.H. Detroit Edison Co. 85/03/06. KEPPLER.J. Region 3, Office of Director. 3pp. 29477:208-29477:210.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISER.A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 85/03/19 DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement, epo" 29516:335-29516:340.                                                                                                                    Hp-
8503260382 PNO-lll-85-025:on 850320.OL issued to util for facility for fuel loading & low power operations.Fuel loading scheduled to begin on 850320 & expected to take approx 3 wks,
MARABITO.R.,  CHRISSOTIMOS.N.  Region  3,  Office  of  Director.  85/03/20   1n 29506:025-29506:025.                                                                                                                 '   v'
U. Congressional/Executive Correspondence
8503270016 Responds to 850212 Itr re J Puntenney petition.Final decision on petition will be made within next few wks.Author 850311 Itr to J Puntenney & FR notice encl.AII consideration in case will be weighed.
DENTON.H.R.    Office    of    Nuclear    Reactor    Regulation,    Director.    85/03/19 RIEGLE.D.W. Senate. 1 p. 29541:129-29541:132.
DOCKET 50-344 TROJAN NUCLEAR PLANT
P. Security, medical, emergency & fire protection plans
8503190070 Confirms arrangements for preimplementation audit of detailed control room design review.evaluating organization, process & results.Requested preparations for 850225-28 audits listed.
TRAMMELL.C.M. Operating Reactors Branch 3. 85/02/21. WITHERS B D Portland General Electric Co. 3pp. 29442:195-29442:197.
8503140164 Forwards Insp Rept 50-344/85-06 on 850121-25.No noncompliance noted KIRSCH.D.F, Region 5, Office of Director. 85/02/22. WITHERS.B.D. Portland General Electric Co. 1 p. 29379:332-29379:339.
-8503140180 Insp Rept 50-344/85-06 on 850121-25.No noncompliance or deviation noted.Major areas inspected:TMI action plan open items.cold weather preparation & followup of licensee review & corrective action re in-core flux detector seal table PEREIRA.D.B., DODDS.R.T. Region 5, Office of Director. 85/02/21. 7pp. 29379-333-29379:339.
8503120401 "Highway Route Controlled Quantity Shipment Notification Form," describing shipment of radioactive mat! from plant to Richland.WA. NEWCOMB.S.R. Portland General Electric Co. 85/02/27. 2pp. 29314:172-29314:173.
8503110477 Forwards revised pages to Rev 9 to security plan.describing security data mat sys mods.Pages withheld (ref 10CFR73.21),
WITHERS.B.D. Portland General Electric Co. 85/02/28. MARTIN.J.B. Region 5 Office of Director. 2pp. 29288:291-29288:292.
8503120314 Forwards response to 850124 request for addl info re 10CFR50,App R safe shutdown review.
WITHERS.B.D. Portland General Electric Co. 85/03/06. MILLER.J.R. Operating Reactors Branch 3. 24pp. 29318:004-29318:027.
8503260352 Forwards Safeguards Insp Rept 50-344/85-05 on 850204-08,13, 25 & 0301.No noncompliance noted.Major area inspected: physical protection.Rept withheld (ref 10CFR2.790& 73.21).
MONTGOMERY.J.L Region 5. Office of Director. 85/03/20. WITHERS.B.D. Portland General Electric Co. 2pp. 29504:180-29504:181.
8503260092 Advises that portions of 841012 Rev 9 to physical security plan consistent w/provisions of 10CFR50.54(p) & acceptable. Certain other portions inconsistent w/ provisions,per encl. Encl withheld (ref 10CFR73.21).
SCHUSTER.M.D. Region 5, Office of Director. 85/03/22. WITHERS.B.D. Portland General Electric Co. 2pp. 29503:003-29503:004.
G. Adjudicatory correspondence
8503010177 Advises that time for Commission to review ALAB-796 expired. Commission declined review.Decision became final agency action on 850219.Served on 850228. CHILK.SJ. Office of the Secretary of the Commission. #185 783. 85/02/28. Atomic Safety and Licensing Board Panel. 1p. 29158:131-29158:131.
J. Insurance & indemnity information
8503200356 Forwards Endorsement 69 to NELIA Policy NF-225. ASHBURN.DJ. Marsh & McLennan, Inc. 85/03/15. SALTZMAN.J. Assistant Director for State & Licensee Relations. 2pp. 29428:190-29428:191.
P. Operating license stage documents & correspondence
8410030008 Forwards safety evaluations re control rod guide tube support pin replacement.stearn generator repairs.loose parts in RCS & missing control rod guide tube support pin nut assembly.
EISENHUT.D.G. Division of Licensing. 84/09/20. BISHOP.T.W. Region 5, Office of Director. 1p. 26822:264-26822:285.
~8410030012 Safety evaluation re steam generator repairs.Repairs acceptable,
*  NRC - No Detailed Affiliation Given, 84/09/20. 2pp. 26822:275-26822:276.
-8410030013 Safety evaluation re loose parts in RCS.Missing loose parts will not affect ability of RCS.chemical & vol control sys & RHR sys to perform intended function.
*  NRC - No Detailed Affiliation Given. 84/09/20. 3pp. 26822:277-26822:279.
-8410030015 Safety evaluation re missing control rod guide tube support pin nut assembly.Flow blockage effect of loose parts will not result in significant adverse effect on DNB.
*  NRC - No Detailed Affiliation Given. 84/09/20. 6pp. 26822:280-26822:285.rector's Decision DD-85-04 re request for investigation of areas of concern denied.Areas include info sys problems.lack of records for as-built design of facility electrical & instrumental sys & tests of radwaste sys.
